ANALYTICA CHIMICA ACTA, VOL. 228 (1990) 


AUTHOR INDEX 


Aarkrog, A., see Chen, Q.-J. 163 

Adams, F., see Van Cleuvenbergen, R. 77 

Ariel, M., see Noufi, M. 117 

Astruc, A. 
—, Pinel, R. and Astruc, M., 
On-line graphite furnace atomic absorption spectrometry 
for liquid chromatographic detection. Theoretical and ex- 


microparticles into a polypyrrole—glucose oxidase electrode 
311 
Beyer, L., see Petrich, M. 229 
Boelens, H.F.M., see Engelsma, M. 209 
Brassard, E., see Bélanger, D. 311 
Brizgys, M.V., see Locascio-Brown, L. 107 
Brooks, R.R., see Guo, X. 139 


Carabias Martinez, R., see Hernandez Mendez, J. 317 

Cerda, V., see Garcia-Sanchez, F. 293 

Chakraborti, D., see Van Cleuvenbergen, R. 77 

Chen, Q.-J. 
—, Dahigaard, H., Hansen, H.J.M. and Aarkrog, A. 
Determination of Tc in environmental samples by anion 
exchange and liquid-liquid extraction at controlled valency 
163 

Chiarelli, M.P. 
—, Gross, M.L. and Peake, D.A. 
Direct determination of surfactants on textiles by laser 
desorption—Fourier transform mass spectrometry 169 

Cleland, A., see Van Leeuwen, J.A. 145 

Collins, H.H., see Williams, H.L. 155 

Cooks, R.G., see Nourse, B.D. 1 


Dahigaard, H., see Chen, Q.-J. 163 

Ditzler, M.A. 
—, Melendez, L.H., Onofrey, T.J. and Mills, K.A. 
Preparation and characterization of a silica gel-based sub- 
strate activated with a doubly attached chlorotriazine 235 

Durst, R.A., see Locascio-Brown, L. 107 


Emons, H. 
—, Schmidt, Th. and Werner, G. 
Determination of cobalt on surfactant-modified mercury 
electrodes 55 


Engelsma, M. 
—, Louwerse, D.J., Boelens, H.F.M., Kok, W.Th. and 
Smit, H.C. 
Characteristics and application of an electrochemical con- 
centration modulator in correlation chromatography. Part 
1. Characterization 


Fernandez Sanz, J., see Gustavo Gonzalez, A. 301 
Florence, T.M., see Powell, H.K.J. 327 
Fortier, G., see Bélanger, D. 311 


cence labelling reagent for steroidal primary alcohols in 
liquid chromatography 307 

Garcia-Sanchez, F. 
-, Ramos Rubio, A.L., Cerda, V. and Oms, M.T. 


Gémez-Ariza, J.L., see Gustavo Gonzalez, A. 301 
Gonzalez, E. 
—, Hernandez, P. and Hernandez, L. 
Cyclic voltammetry of Tifluadom at a C),-modified car- 
bon-paste electrode 265 
Gonzalez-Robledo, D. 
—., Silva, M. and Pérez-Bendito, D. 
Determination of hypochlorite in waters by stopped flow 
chemiluminescence spectrometry 123 
Gorton, L. 
—, Karan, H.1., Hale, P.D., Inagaki, T., Okamoto, Y. and 
Skotheim, T 
A glucose electrode based on carbon paste chemically mod- 
ified with a fer 1g siloxane polymer and 
glucose oxidase, coated with a poly(ester-sulfonic acid) 


Gross, M.L., see Chiarelli, M.P. 169 


337 
perimental study 129 
Astruc, M., see Astruc, A. 129 
Bélanger, D. 
—., Brassard, E. and Fortier, G. 
Enhancement of response by incorporation of platinum Gamoh, K. 
—, Okamoto, N., Takatsuto, S. and Tejima, I. 
Determination of traces of natural brassinosteroids as 
dansylaminophenyl-boronates by liquid chromatography 
with fluorimetric detection 101 
Gamoh, K. 
—, Sawamoto, H. and lida, J. 
- 1-Cyanoisoindole derivative as a highly sensitive fluores- 
determination of closely overlapped pesticide mixtures 293 
Gloe, K., see Petrich, M. 229 
Goyal, R.N., 
—and Mittal, A. 
Electrochemical oxidation of sulphapyridine at a pyrolytic 
graphite electrode 273 


338 


Guo, X. 
—and Brooks, R.R. 
Hydride generation atomic absorption spectrometry for the 
quantification of germanium in iron meteorites 139 
Gustavo Gonzalez, A. 
—, Rosales, D., Gémez-Ariza, J.L. and Fernandez Sanz, J. 
Solvent effects on the dissociation of aliphatic carboxylic 
acids in water—N, N-dimethylformamide mixtures 301 


Hale, P.D., see Gorton, L. 23 
Hale, P.D. 
-, a Lee, H.S., Karan, H.I., Okamoto, Y. and 


Spectrophotometric 
uranium with 2-(5-bromo-2-pyridylazo)-5-diethylaminophe- 
nol at a nuclear reprocessing facility 279 
Hernandez, L., see Gonzalez, E. 265 
Hernandez Mendez, J. 
—, Carabias Martinez, R., Rodriguez Gonzalo, E. and 
Perez Trancon, J. 
Determination of parathion in the presence of paraoxon 
and p-nitrophenol by flow-injection analysis with ampero- 
metric detection 317 
Hernandez, P., see Gonzalez, E. 265 


lida, J., see Gamoh, K. 307 

Imura, H., see Jitoh, F. 85 

Inagaki, T., see Gorton, L. 23 
Inagaki, T., see Hale, P.D. 31 
Ishihara, N., see Taguchi, H. 159 
Iyer, S.S., see Shihomatsu, H.M. 333 


Jitoh, F. 
—., Imura, H. and Suzuki, N. 
Substoichiometric speciation for inorganic arsenic and 
methylated arsenic and its application to samples of marine 
organisms 85 

Johnson, D.J., see Williams, H.L. 155 


Karan, H.1., see Gorton, L. 23 
Karan, H.I., see Hale, P.D. 31 
Karube, I., see Sode, K. 49 
Kateman, G., see Van Leeuwen, J.A. 145 
Kojlo, A. 
—, Michalowski, J. and Trojanowicz, M. 
ultraviolet spectrophotometric determina- 
tion of sulphate in natural waters 287 
Kok, W.Th., see Engelsma, M. 209 
Kok, W.Th. 
—, Tiidés, A.J. and Poppe, H. 
Theory on the response rate of film-coated electrodes 39 
Kubota, M., see Watanabe, T. 61 


Labuda, J. 
—and Plaskoh, V. 
Determination of mercury ions on a diphenylcarbazone 


method for the determination of methylmercury in biologi- 
cal samples 93 
Lee, H.S., see Hale, P.D. 31 
Leiker, T.J., see Pereira, W.E. 69 
Li, R.-L., see Wang, J. 251 
Locascio-Brown, L. 
—, Plant, A.L., Durst, R.A. and Brizgys, M.V. 
silanes and protein covalently bound to thermally pre- 
treated glass substrates 107 
Louwerse, D.J., see Engelsma, M. 209 
Lu, Z.-L., see Wang, J. 251 


Mars, C. 
—and Smit, H.C. 
Sample introduction in correlation liquid chromatography. 
injection system 193 
Martin, S.K., see Williams, H.L. 155 
Marty, J.-L., see Sode, K. 49 
Melendez, L.H., see Ditzler, M.A. 235 
Michalowski, J., see Kojlo, A. 287 
Mills, K.A., see Ditzler, M.A. 235 
Mittal, A., see Goyal, R.N. 273 
Mil, P., see Petrich, M. 229 
Mulholland, M., see Van Leeuwen, J.A. 145 


Noufi, M. 
—, Yarnitzky, Ch. and Ariel, M. 
Determination of copper(II) in a complex matrix after 
Prereduction to copper(I) in a flow-injection system with an 


Aspects of recent developments in ion-trap mass spec- 
trometry 1 


Okamoto, N., see Gamoh, K. 101 
Okamoto, Y., see Gorton, L. 23 
Okamoto, Y., see Hale, P.D. 31 
Okumura, K., see Taguchi, H. 159 
Oms, M.T., see Garcia-Sanchez, F. 293 
Onofrey, T.J., see Ditzler, M.A. 235 


Peake, D.A., see Chiarelli, M.P. 169 

Pereira, W.E. 
—, Rostad, C.E. and Leiker, T_J. 
Determination of trace levels of herbicides and their de- 
gradation products in surface and ground waters by gas 
chromatography /ion-trap mass spectrometry 69 


= 
bulk modified graphite electrode 259 
Lansens, P. 
—and Baeyens, W. 
Improvement of the semiautomated headspace analysis 
Amperometric glycolate sensors based on glycolate oxidase 
and polymeric electron transfer mediators 31 
Hansen, H.J.M., see Chen, Q.-J. 163 
Hartenstein, S.D. 
Nourse, B.D. 


Pérez-Bendito, D., see Gonzalez-Robledo, D. 123 
Perez Trancon, J., see Hernandez Mendez, J. 317 
Petrich, M. 

_ » Beyer, L., Gloe, K. and Miihl, P. 


Effect of mercury(I) on metal complex lsbilities de- 
termined by direct-current anodic stripping voltammetry 
on a thin mercury film electrode 327 


Ramos Rubio, A.L., see Garcia-Sanchez, F. 293 
Ramuz, H., see Williams, H.L. 155 

Rodriguez Gonzalo, E., see Hernandez Mendez, J. 317 
Rosales, D., see Gustavo Gonzalez, A. 301 

Rostad, C.E., see Pereira, W.E. 69 


Sanchez, J., see Wang, J. 251 
Sawamoto, H., see Gamoh, K. 307 
Sclumidt, Th., see Emons, H. 55 
Scott, D.R. 
Probabilities of peak occurrence and information content 
of the NBS/EPA/MSDC mass-spectral data base 177 
Shihomatsu, H.M. 
—and Iyer, S.S. 
Application of two-tracer isotope dilution mass spectrome- 
try in the determination of uranium in geological samples 
333 
Shimabayashi, Y., see Taguchi, H. 159 
Silva, M., see Gonzalez-Robledo, D. 123 
Sioda, R.E. 
A simple model for electrolytic preconcentration performed 
with flow-through porous electrodes 323 
Skotheim, T.A., see Gorton, L. 23 
Skotheim, T.A., see Hale, P.D. 31 
Smit, H.C., see Engelsma, M. 209 
Smit, H.C., see Mars, C. 193 


with enzymes immobilized in a photocross-linkable poly- 


Sun, Z.-S. 
—and Vanjsek, P. 
Electrochemical determination of lead and lead ion transfer 
at liquid-liquid interfaces 241 

Suzuki, N., see Jitoh, F. 85 


Taguchi, H. 
—, Ishihara, N., Okumura, K. and Shimabayashi, Y. 
Investigation of methods of enzyme immobilization on a 


coated-wire electrode for the development of micro-bio- 
sensors 159 


Takatsuto, S., see Gamoh, K. 101 
Tejima, 1., see Gamoh, K. 101 
Trojanowicz, M., see Kojlo, A. 287 
Tiidés, AJ., see Kok, W.Th. 39 


Van Cleuvenbergen, R. 
—, Chakraborti, D. and Adams, F. 
iation of ionic alkyllead in grass and tree leaves 77 
Vandeginste, B.G.M., see Van Leeuwen, J.A. 145 
Van Leeuwen, J.A. 
—, Vandeginste, B.G.M., Kateman, G., Mulholland, M. 
and Cleland, A. 
An expert system for the choice of factors for a ruggedness 
test in liquid chromatography 145 
Vanysek, P., see Sun, Z.-S. 241 


Wang, J. 
We, Le, Z-L., Li, R-L. and Sanches, 3. 


calcium(II) channel blockers by high-performance liquid 
chomatography 155 
Wu, L.-H., see Wang, J. 251 


Yarnitzky, Ch., see Noufi, M. 117 


339 
auf der 
Grundlage des Marquardt-Verfahrens 229 
Pinel, R., see Astruc, A. 129 
Plant, A.L., see Locascio-Brown, L. 107 
Plaskoh, V., see Labuda, J. 259 
Poppe, H., see Kok, W.Th. 39 
for amperometric determination of glucose 251 
Watanabe, T. 
—and Kubota, M. 
Electrostatic effect of streaming potential on ion-exchange 
phenomena in resins for ion chromatography 61 
Werner, G., see Emons, H. 55 
Williams, H.L. 
—, Johnson, DJ., Collins, H.H., Martin, $.K. and Ramuz, 
H. 
Simultaneous determination of chloroquine and selected 
Sode, K. 
—, Marty, J.-L. and Karube, I. 
Amperometric determination of choline and acetylcholine 
mer 49 


